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MACEJ30HIAH FA&K5 TO CfflT LIGHTING -- Borba, Ho 119, 21 ?%y 40 

Hundreds of Macedonian farm home a will aocn hay© electric lighting when 
the electric power plants started last year In the villa gas of Glaborica, 

Vienna and Tptcani are finished. The villagers of Burance and Selce in 

Strati Sres will begin the construction of power plants in their villages 
soon. 

A few days ago a thermoelectric power plrnt was put into operation by 
cooperative and People’s Front members of the village of Podgorica, who 
raised the money for the purchase of the machinery themselves. 

CROATIA* FOUR PLAFT — *Vli„ika, Ho 132’/, 13 ^9 

The Desni Rarromir tunnel, one of the most important projects in the 
construction of the hydroelectric power plant at Vinodol, in Croatia, has 
been completed. 

On the initiative of the workers themselves, 9 - 10 meters a day were 
cut instead of the planned 3 - 



Sanitized Copy Approved for Release 2011/07/18 : CIA-RDP80-00809A000600230808-0 










